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FACILITIES. OUTDOOR, 

The tarp providing shade to the beaf was blown by ilie wind and whon the sun hits from Ihe side the bear has 
minimal protection 1rom |ho sun. 

In order to allow alH animals hopt outdoors to protect lhamsolvea from direct sunlight and prevent discomlort to the 
animals, sufficient shade by natural or artificial means shall be provided 
To be oorredod by 2-l5-2Qlfi. 


An okII inlorviow was oonducLod with the faciliL-y rspressntakive. 
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